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THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 
OF THE UNITED STATES, WITHIN THE MEAN I NG OF T I TLE 18, SECTIONS 793 
AND 79^, OF THE U.S. CODE, AS AMENDEO. ITS TRANSMISSION OR REVE- 
LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON IS 
PROHIBjTED BY LAW. THE REPRODUCTION OF THIS FORM IS PROHIBITED. 
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X*. The recruiting of the Hungarian Air Fore a is on a voluntary basis* Up to 
the present, the men recruited have been -from the- classes of X93X to 193^ 0 
Fnlistmerit^ ara obtained through the aid of the youth organization BXSZ 
and the Party officials „ tte ^volunteers™ report , at the former ifcfeia * 
®i@r<§zia barracks in Budapest,,. The e^ixsation is basic and thorough; as 
a result only about 25 “30 -percent are accepted* 

2 o From Budapest the young flyers ¥ere sent to the living quarter®' of the ITa- 
tional, Emg&rian Flying Society (mm) on the Mrmashat&hegy, a mountain 
near Budapest 0 Later, they were., transferred to the S 6 $tjS Airfield at 
S^lkesf ehervar * A short time ago new barracks were built at the Air* ' 
field ^ where all air force recruits were provisionally assembled after 
r induction. 0 Here there was a n air force recruit training regiment [ " | 

I I The air force recruits and ground personnel 

were trained here* . - * ■ 

3 - The commander of both the training regiment and the airfield was 'Air Captain 
JozsadT Rohonef alvi ; political officer/ Second Lieutenant Albert : (fnu)j regi- 
mental adjutant. Second Lieutenant Udzsef Kiss* The chief of staff of the 
. regiment had under him the ordnance officer, mta&Sa&B officer, and depot 
eomander* Under the depot commander were an office: chief, finance officer, 
motor vehicle officer, train officer, ration and clothing officer, medical 

-■n. section, .security section, and replacement company* 

h* The regiment has three battalions* Each battalion has two infantry com- 
panies of 200*220 men, for infantry training purposes* A cos® any has four 
platoons, of about. 50 men each, in five squads of 11 men, including an In* 
struc-tor* 
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5* following are some of the officers whose name* are known s 1 Battalion 
commander^ First Lieutenant Karoly Sassdk; .1 battalion political officer. 
Second Lieutenant Janos Szabd; commander 1 Company, Lieutenant Gyula Kodiak; 
commander 2 Company, Staff Sergeant Karoly Kdrodi; 3 Battalion commander. 
Lieutenant Gyula Tdth , • 


6 . The privates got model M«48 rifles during the recruit training; the squad 
leaders had model M~4Q machine pistols. The training was carried out in 
blits tempo, so the individual personal training was very scanty.. For 
example, the men were not instructed in the. design and assembly of the 
machine pistols and the light and heavy machine guns. Target practice at 
the Szabad-BattySu range near T& was arranged only once during the recruit 
training; on this occasion the recruits fired infantry rifles at 50, 100 
and 200 meters. During the wintei* of 1951-52 the regiment took part in 
extensive maneuvers near Lovasbereny. At the end of the winter the regiment 
was broken up and the recruits for the most part were sent back to their original 
units. About 1 50-160 recruits were detailed to T&polca, where they have re- 
ceived further training with a Hungarian air regiment. 



. The air regiment at Tapolea 
by Air Captain Ferenc 2k>Xtay 


| i & commanded 25X1 

The regiment has three companies „ Each com* 


^ ~ ~ o u wuircc jmca CO 

peny has. seven XL -10 “Stunso P Indue 90 and one ^Feeske® 0 plane , This is the 
entire airplane park of the regiment. The entire regimental personnel is 
about 200-220 men. 


9a The IL-X0 planes are low-wing machines with 2,000 HP, ethyl-cooled vertical 
engines; a top speed of 650 -700 kilometers per hour and a cruising speed of 
500 kilometers o ^The crew consists of a pilot, a gunner, and a radio operator. 
They are armed with, two 7 »62 mm. fixed machine guns; two 20 mm* automatic air 
cannons, and one 12 » 8 mm« heavy machine gun. 

10. The air service battalion commander is First Lieutenant Ferenc. 8 serene ses, 
who was formerly a captain but was reduced in punishment .for some unknown 
offense. The political officer is First Lieutenant Ferenc Palotay. The 
chief of staff is Lieutenant Gyula StUndl. The battalion is organised in 
four companies? technical, communications, transport, and guard. 

11 o The technical company commander is Second Lieutenant Gyb° rgy Kendernay; poli- 
tical officer. Second Lieutenant Istvdn Oravetz; attached officers, Second 
Lieutenants Gyula Brody and Faroe zay (fnu)„ The company has five platoons s 
ordnance, mechanic, engineer, • observation, and technical supply. 
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meteorological station, for ^ 

13 ' togisport company commander is Lieutenant Ostenaana (fan)- It has a 

SgS^^S 1 «,“> «* •*» r k of °» «. ■« *L," SJ-Mb. 

•ciar@e_ ton trucks, two GMO 2 * 5 -ton trucks ; three jeeps ; three tank daM- 
repair* 3 shopf 0la " WiPP ° n tnwks ; ® le company also has its own small automobile 

lk ‘ ^guard^ company commander is Second Lieutenant Lajos' BtSthofij- political 
° ficer, oecond Lieutenant Vince Orbah . It has a strength of 300 men It 
^plies the^gimrd personnei. f or the depots, buildings and airfield at 

SOMier ls armed Y 1 ^ a machine pistol, and Soviet Maxim 
heavy machine guns are permanently in position at the most important points 
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